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On V.ry l>'i , 1CJ7, a coKfidcntirl sovrco who has 
furnished reliable information in the past revised that n 
listening device find been discovered on the line of Henry 
G21C Unrip Street, New Orleans, Louisiana on April P , 
1DG7 and that this device had been turned over to the l!cw 
^Orleans Police Dcprrtnent. . 

Captain Thoiins A. Drake, Intelligence Division, 
Hew Orleans Police Department advised on Day 1G, 1SGV that 
a listening device discovered on the telephone of Hen ryk Goto, 
0218 Camp Street, had been turned over to the Hew Orleans 
Police Dcnr rt -icnt . Captain Drake advised that an o::n« 5 .lun.- 
tiou had been made by the -Iicw Orleans Police Lcpartucnt but 
no identifiable characteristics were found on this device 
and inquiries a'cng various radio wen in the city failed to 
determine the wanul a.cturer of the device. 
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Subsequently, on June 1, 10G7, Captain Drake 
advised that attempts to identify the manufacturer of the 
listening device located on Soto's telephone line had been 
unsuccessful. The only parkings that vie re identifiable wit!* 
a Manufacturer were tv/o switches which were ur.de In Japan. 
Drake advised that it lire been determined that the device 
under norral circu is truces could transi-tit five to si:; blocks, 
however, ideal conditions would permit tra.nsuir.sion up to 
one mile. The listening device when properly attached to 
a telephone line would not affect norual operation of the 
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telephone itself. Lc';nu3c the battery used r.s e. source of 
power was in very good condition the radio technicians had 
suri.iJ.ccd that the device had net been in opex-ation 5 or n 
duration gvertex* than ton hours. 
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Captain Dra’;c described the listcnin 
: inches in length, one and- one-half 



g device 
inches .in 



width and appro:: it. - ate ly C/4 of an inch in depth. The 
antenna was very crudely made, measuring about tour feet in 



length. 




Captain Drake advised that apparently because 
of the amateurish manner in which this device was attached 
to the line it caused r. short circuit. 

Ca.xtain Drake a •Vi fed that Henry 3uto is n 
social acquaintance of IHgucrvTorycs whose name has co.ic 
up in connection with District Attorney Janes Garrison's 
invest iga t ion into the assassination of Tresident Kennedy. 
Captain Drake advised that based upon his own speculations 
there may be some connection between the device that was 
found, Henry Goto and the Garrison investigation. The 
reason for this was because of the number of people in the 
Hew Orleans area who were very interested in gaining 
publicity regarding their Knowledge of the assassination 
of President John Fitzgerald* Kennedy. 

\ 

> i Captain Lval-.c said there may be some connection 

between this .listening device and Gordon Iiovcl inasmuch 
rs Hovel had worked for a cowoany which produced* various 
electronic devices. 

. This document contains neither re corr.cndrt ions 
npr conclusions of the FBI. it is the property of the FIJI 
i*pd is leaned to your agency; it and its contents arc not to 
be distributed outside your agency. 
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